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2.38 (t) [1) 

MiSCELLANEOUS. 

Handling 

1 . On I0y2/15 a marmoset undefweni a sorgM^ procedure- under general artesihesla as per Ihe lACUC approved 
protocol Thermal support For the animal was needed during tfie post-operative recovery period bul the healing 
blanket normally uaed was mi working properly and an alternate method waa used to provide thermal support under 
the direction o1 the attending veterinarian. The marmoset subsequently sustained thermal Injuries ihal were 
recognised by veterirvary perMnnel during the immediate posl-op^rative recovery pericd- The animal wgs 
immadiaiely axaminad by tha altanding vaierinarian and traalmanl was irtsiiluLad. Tha manncisot's oondilion 
deteriorated despite the treatment prescribed and Ibe animaJ died 72 hours later. 

Par this Sadion of iha Flagulatians, handling oF all animats shall ho dono as ajtpadiliously and caralully as possjbla in 
a manner that does not cause trauma, overheating, behavioral stress, physical barmn or unnecessary discomJort. 

The use oF the gtHernaite method (o prrjvida thermal support to [ha marmoset during post-opersliva rerpavory ind jrjdd 
tharmal iniunas that rasultad In tha death o1 the marmosal. 

Upon being notitied and in responso to this incidani, tha resaardh laeiliiy aoied prampily and oohdubtsd an 
investigation, reported the incident to OLAW and USOA, and swfUy imptemervted appropriate oorreclive aclions lo 
prevent any future incidents. Additiongl stjngical procedures hg.'ve taken place sinpoe the oorreclive measures were 
implemantad. and no addilional ircidants have ocourrad. 

The research iaoilily has taken appropriate steps to address this item and it has been oorrecled. 


3.125 (a) 

FACILniES, GENERAL 

Structural strength 

1. Pertaining lo Iba outside pen tor 2 adult caws: One of the herlzontel hoards o1 the wooden fence that was located 
approjtimaiely 3 feet from the ground was damaged,. Atwut one third of the length el the 
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toard was broken off and on the ground inside the pen, The roissirig piece ol the board created a space in the fence 
large arwuigh for a cow's head lo 1il through. 

Per this Section of the Regulations, outdoor hoosing Facilities should be structurally sound artd maintained in good 
repair bd prnloot ihpa animals Irom injury and to domain Ihta animala. 

The research lacilily needs to repair or replace the brolijen board to maintain the enclosure lence in good repair and 
Id onauid the siruclural elrenglfi of fha pan. 

Correct by 5i'l 7/1 e. 


MOTE ■ (nspeclrtn oonducted 5/9/1 fi- and Snfti'ie. Exit fnlervlew held Sj'lO/ie en-slle with facility rapresentalivea. 
■END OF REPORT' 
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